Date: 
Time: 


Location: 





Tuesday, April 27, 2021 
7:30 PM 
Conducted by remote participation 


Additional Details: 


Agenda Items 


Administrative Items 


1. 


Remote Participation Details 

In accordance with the Governor’s Order Suspending Certain Provisions of the 
Open Meeting Law, G. L. c. 30A, § 20 relating to the COVID-19 emergency, the 
Arlington Zoning Board of Appeals meetings shall be physically closed to the public 
to avoid group congregation until further notice. The meeting shall instead be held 
virtually using Zoom. 


Please read Governor Baker's Executive Order Suspending Certain Provision of 
Open Meeting Law for more information regarding virtual public hearings and 


meetings: https://www.mass. gow/doc/open-meeting-law-order-march-12- 
2020/download 


Meeting ID: 
Find your local number: https://town-arlington-ma-us.zoom.us/u/adNWeNXzLr 


Dial by Location: 1-646-876-9923 US (New York) 


Comprehensive Permits 


2. 


1165R Massachusetts Avenue 


Meeting Adjourn 
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Town of Arlington, Massachusetts 


1165R Massachusetts Avenue 
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